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CONFIDENTIAL OECD PARIS 06281 

EXCON 

E.O. 11652: XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW: IL 1702 - HYDRAULIC FLUIDS 

REFS: A. COCOM DOC REV(74) 1702/1 
B. OECD PARIS 25961, 11/4/74 

1. ON 1 1 MARCH GERMANY AGREED TO US COUNTERPROPOSAL. 
FRANCE, ALTHOUGH AGREEING IN ROUND I, ASKED ABOUT 
TEMPERATURE CHANGE FROM 700 DEGREES F DOWN TO 650 
DEGREES F (EXPERT DIFFERENT FROM ROUND I). US 
ANSWERED FROM PARAGRAPH 3 OF REF A. FRENCH WERE 
SATISFIED. 

2. US COUNTERPROPOSAL NOW AGREED. 
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